Alpha Announces New BTE 


Alpha Instrument Corp., Bensenville, Illinois, a sister 
company of Argosy International, has announced the ad- 
dition of three new models to its series of behind-the-ear 
instruments. The AM90 Series covers a broad range of 
power requirements from push-pull power to an economy 
model in the mild category. 

All three models feature a newly designed case with 
forward facing electret microphone and an O-T-M switch. 
Models AM90 PP and AM90 §S also include dispenser 
adjustable compression and low tone cut controls. 

In making the announcement, Pat Wynn, President, 
commented, *‘The dispensers’ acceptance of Alpha prod- 
ucts and marketing philosophies has been enthusiastic. 
Our line is very complete, offering the value conscious 
dispenser a variety of quality products, including eyeglass 
and body aids, at reasonable ‘no frills’ prices.’’ Alpha has 
reported first quarter sales up 20% over the same period in 
1981. 

For complete specifications on the AM90 series and 
additional information about Alpha, contact Pat Wynn, 
Alpha Instrument Corp., P.O. Box 721, Bensenville, IL 
60106, phone 1-800-323-0232. 


Anatomical Ear Replica 


Advertising Replicas has announced the availability ofa 
new Official sales accessory, the anatomical ear replica. 
The 3-dimensional display depicts the outer, middle, and 
inner ear in full color, and is available with advertising 
imprint added to the model base. 

The external auditory canal is easily accessible for dem- 
onstrating earmold and earplug fittings. For more informa- 
tion, write Advertising Replicas Associates, Inc., 3100 
University Boulevard South, Suite 212, Jacksonville, FL 














carmold Disciplines: 


Ear Impression Techniques. 





This important, 20-minute, full color video tape 
provides a unique educational tool for beginners 
and veterans to learn the art of making quality ear 
impressions. The tape, ideal for new or expanding 
offices, educational institutions, and professional 
organizations, is available on both Beta and VHS 


formats. 


Call, or write, for FREE information. 


Inthe U.S. 
Earmold Design, Inc. Earmold Design (Canada) Inc. 
3424 E. Lake St. 
Mpls., MN 55406 
612-721-5711 


In Canada 


220 Charles St. E. 
Kitchener, Ontario N2G 2P7 
519-745-9484 
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